I Think You Will Love This Music Too - Montage #289 

More / Encore plus - Richard Strauss (1864-1949)” 


Elapsed/ 

Repere 

Work Details / Details 

Performer(s) / Interprete(s) 


Richard STRAUSS (1864-1949) 


00:00 

Macbeth, op. 23 [TrV 163] 

Staatskapelle Dresden 

Rudolf Kempe, conducting / direction 

19:37 

Burleske in D minor / en re mineur TrV 144 

Rudolf Serkin, piano 

Philadelphia Orchestra 

Eugene Ormandy, conducting / direction 

38:55 

Also sprach Zarathustra, op. 30 [TrV 176] 

Philadelphia Orchestra 

Eugene Ormandy, conducting / direction 


(Total - 71:26) 











